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First  Baptist  Church,  Dallas,  Texas 


FIRST    BAPTIST  CHURCH 
N.  Ervay,  Patterson 
St.  Paul  and  San  Jacinto  Sts. 
Constituted  1868 
GEORGE  W.  TRUETT,  Pastor  Since  1897 

Building  Open  Every  Day 
Seating  Capacity,  Auditorium  4,000 
even  Story  Educational  Building  7,000 
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